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1* The antennae were set up 700 to' GOO meters from the Lolira Estate office, 
on completely level ground which was under cultivation. No cardinal 
- point^oul^)^lven^Th^ntGnn^^eteii^a^ui^^r^Wun^l0lt6^^ 

25xi x 

2<» Installations in the fenced area included a temporary building* a rhombic 
aerial, an aitenna tower, and a rotatable platform, 

3* The temporary building was about 20x0 meters and was composed of two pre- 
fabricated RAD (Reich Labor Service) hut units. It had an instruments 
room and a measuring room® 

ho The rhombic aerial, former German Ariny equipment, consisted of four metal 
rods which could be extended to a height of 6 to 3 meters, Each rod was 
braced by eight guy wires. The antenna itself consisted of standard 
antenna wire which was insulated where it met the masts. A lecher system 
consisting of two wire 3 running exactly parallel and 6 to 8 cm apart" ran 
in loops from one corner of the antenna to the transmitter. The antenna 
was fed through the Lecher wires. As was the distant field meter (i'ern- 
feldmesser), the transmitter was delivered by the Rohde & Schwarz Firm 
in Munich c Its frquency range was determined by its maximum output of 
30 megacycles. 


The antenna tower, a wooden structure, was about 20 meters high* In the 
middle of it a staircase led to the top platform* 3 to 1* meters square 0 
The dipole was fitted on a beam mounted on the railing of the platform. 



The rotatable platform was a crude wooden structure, about G meters in 
diameter and 30 cm above the ground, A model was to be set up on this 
platform » Details are not available. 

Electricity was supplied through an underground cable running from the 
direction of the Loiira Estate office. 

The wire fence around the entire installation was electrically charged 
during the night, 
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9 * Frequencies of 23 and 2? megacycles were used to measure the 

radiation pattern of rhombic aerials and dipoles* In the course 
of e^erin.ents made in Klein-3odungen these frequencies proved 
to be the most favorable frequencies of the "door antenna" mounted 
on the 1-2* 

IQ* The dipoles used all had the same shape but differed in length. An 
exchangeable pair of dipoles , rotatable in th© vertical plane, was 
mounted on top of the antenna tower. Mach pair of dipoles con- 
sisted of two copper tubes which were fitted on a board* A sliding 
copper rod projected from each copper tube. The rods, which were 
graduated, were placed in exactly the same position whon the s^peri— 
nents were made* As far as could be remembered, there wore three or 
four different sizes of dipoles which were used in accordance with 
the length of the wave to be tested. According to a very vague and 
confusing statement by source, each tube with its rod. was 2 fan long 
when experiments were being made with the 23 megacycles frequency. 

11. The Lecher wares between the transmitter and the rhombic antenna 
were similar to 300-0iua cables, such as used for ultrashort, wave 
transmitters* The connection between the dipole and the transmitter 
was formed by an igelith strand, but ribbon cable, such as is used 
for ultra short wave operations, proved superior because of the 
lower losses. 

12 * A booklet on the Type hi IF "Distant .Field Meter" (Fernfeldmesser) of 
the Rohde & Schwarz Firm in Munich was obtained at tho radio 

exhibition in JJuesseldorf (K S2/F 39). The type BH-1S02 distant 
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The field intensities were measured every 10°. In this way the 
radiation properties of the rhombic antenna were determined. The 
resulting curve essentially agreed' with previous mathematical calcu- 
lations. 

13* 
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llu Transmitting and receiving sets were used for the steering and field 
intensity measurements made on the basis of the /ohlmann ( 3 ic) method, 
according to the colleague of source e 

The working frequencies, according to source, also were 23 or 2? 
megacycles, since they had to be adjusted to the optimum frequencies 
of the door antenna used for the experiments, -jhhj- 
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„ r » Loe Annex 2 for sketches choiring antenna system at 
haabo Institute* 

| Comment. Gee Annex 1 for photograph of booklet on the type III!? meter 
The re port is the result of a second 25X1 X 

I attempt to obtain clear information on the dimensions 
oi one sets ano. measuring installations* Source seems to have told all 
he knows* The evaluation of the data furnished by him must be left to 
technical spocia lists * 
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Eiger schaften: 




Fraquenzbere^h 

BN 1500 

BN 1501 

BN 1502 

(4-fach unterf#iil) 

0,1 ...3MHz 

2,5 ... 25 MH 

z 20. ..100MHz 

FoV® grenzon 
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Di* Mafiwart# sind je nodi 

Fraquenz zu verviellachen mil 

0,7 ... 4 

0,7. . .2 

1 .. .7 

MaBbareich all 

abitimmbarai Rohranvollmeler 

ergibl lich (in JiV) 
Vervielfachen mil: 

3 

aui dem FeldstarkemeBbereich durch 

7 5 

Eingangikapazitat 

efwa 80 pF 

efwa 50 pF 

efwa 15 pF 

Zwiichanfraquanx 

3,4 MHz 

1,6 MHz 

5 MHz 

Band brail* 

efwa 1 kHz 

efwa 5 kHz 

efwa 15 kHz 

Eiduandar 

1 MHz 

2,5 MHz 

20 MHz 

Fahlargranzan das 

Maftampfjingars (lin. Bereiche) 

±5 v. E. 

±5 v. E. 

±5 v. E. 

F*M«rgrenz*n dot 

Farnfaldmauers 

±20 % 

±20 7. 

= 30 : 0 

Balriabupannung 
wahUaise umschallbar 

6 V — (rd. 4,4 A) und 

220 V, 40 ... 60 Hz (rd. 28 W) 


Bestandteile: 

Abmessangen: mm 


Gewidil : kg 

Mfftemplanger 

410*310*290 


20 

Rahmankoltar mil 4 Rahman u. Drahkopf 
(bai BN 1502, 3 Rahman) 

505 * 460 * 235 
490*260*140 


13 

8 

zusammanlagbarai Stativ 

groBfe Hohe 1400 

3 

BaHariakailan mit Bavarian 

und AnschluBkabal 

290 * 280*195 


17 


Gaiamlgawicht: rd- 53 kg (bei BN 1502, 48 kg) 


Fernfeldmesser HHF 

Aufgaben und Anwendung 

Der Fernfeldmesser HHF iiberstreidit mil seinen drei Geraten insgesamt 
den Frequenzbereidi von 100 kHz bis 100 MHz und ermoglidit die 
Messung der Feldstarke von 0,1 V/m bis herab zu 1 |iV/m. 

Das Gerat ist geeignef zur Bestimmung aller Arfen von Ausbreitungsvor- 
gangen, Empfangsbedingungen, fur Untersudiungen von Antenrten und 
Sendereigensdiaften (Strahlung, Riditwirkung, Leistung, Oberwellen). 
Die linearen Messbereiche in Verbindung mit einem eingebauten Eidi- 
sender, der eine eindeutige Reproduzierbarkeit der Eidiung moglidi madit, 
gestatten genaue Vergleidismessungen, wahrend die logarithmisdien Mefj- 
bereidie eine Beobaditung und Registrierung sfark sdiwankender Feld- 
starken iiber langere Zeitraume ermoglidien. 

Das Gerat kann infolge seines gut symmetrierten Rahmenkreises in beson- 
deren Fallen aucb als Peilempfanger Verwendung finden, Au^erdem ist die 
Benu^ung als hodiempfindlidier Horempfanger und in Verbindung mit 
dem eingebauten Ueberlagerer als Telegrafieempfanger moglidi. Zu Zwei- 
und Vierpolmessungen eignet sidi das Gerat als abstimmbares Rofirenvolt- 
meter zur selektiven Messung von Spannungen zwisdien 5 und 0.5 V. 

Arbeitsweise und Aufbau 

Das Me^prinzip sowie die tedinisdie Ausfuhrung des Gerates ermoglidien 
eine sdinelle Aufnahme grofjerer Mebreihen. Die vom Raftmenkreis auf- 
genommene Feldstarke wird als induzierte Spannung durdi den Mebemp- 
fanger, der nadi dem Oberlagerungsprinzip arbeitet, gemessen. Die Kon- 
trolle der Eidiung durdt den eingebauten Eidisender ist nurbeieiner Frequenz 
notig. Dank dieser Eigensdiaft und dank der direkfen Eidiung aller Skalen 
und Instrumente des Gerates ist ein bequemes und sdinelles Arbeiten mog- 
lidt. Die in die Absolutfeldstarkemessung eingehenden frequenzabbangigen 
Rahmenzahlen sind in Kurven aufgetragen und braudien nadi der Mes- 
sung nur nodi mit dem JiV-m-Wert des Anzeigeinstrumentes multipliziert 
werden. Infolge des geringen Gewidites und der Aufteilung in drei Koffer 
ist das Feidstarkemefjgerat leidit transportabel und sdmell betriebsbereit. 

Im Freien wird der Fernfeldmesser aus einem 6 V-Akkumulator gespeist, wo- 
bei die Erzeugung der A nod en spannung durdi einen eingebauten Zerfiadser 
gesdiieht. Fur Dauerbetrieb (z. B. Registrierung) kann das Gerat auf N.etz- 
betrieb um gesdialtet werden (eingebauter Netzteil 220 V, 40 ... 60 Hz). 

Lileraiur : L. Rohde & F. Spiai, Zeifichr. (. lechn. Phyi. Jahrgg. 19 ( 1938) Hah 1 1 , S 439-444 
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1* The antennae wore set up 700 to COO motors from the Lolsra estate office, 
cn completed;/ level .'round which was under cultivation. V,o cardinal 
points could bo yiven* | Thu antenni system was built up in June 1 '}hjo« 
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Installations :i n the fenced area included a temporary buildiny, a rhombic 
aerial, an avbenna tower, and a rotatable platform 

The temporary buildin;; yaw about 20x1 meters and was composed of two pre- 
fabricated RAO (belch Labor Service) hut units. It had an instruments 
roon and a wcasuri up rpoi/u ; 

Tlie rhombic aerial, Tomer Jeruan Army equipment, consisted of four . atal 
rods which could be e:rt ended to a llieipht of 6 to 3 meters,, Mach rod was 
braced by ci phi piy wires. The antenna itself consisted of standard 
antenna wire v.iiich was insulated where it net the masts, A Lecher system 
consisting of two wires 1 running exactly parallel and 6 to 8 cm apart ran 
in loops from ono corner of the antenna to the transmitter. The antenna 
\ras fed through the Bcchcr wires. As was the distant field meter (Fern- 
feldmesser), the transmitter was delivered by the Rohde 1 L'chvrarz firm 
in Punich. Its frquoncy ranpe was | determined by its maximum output of 


Tlie rhombic aerial , Toiler 3 
rods which could be extended 
braced by cijhi piy wires, 
antenna wire v.iiich was insui 
consisting of two wires 1 runn 
in loops from ono corner of 
xras fed through the tcchcr w 
iiildciesser), the transmitter 
in bunich. Its frquoncy ran 
30 megacycles. 
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The antenna tower, a v; ooc.cn structure, was about 20 meters hich^ In the 
middle of it a staircase led to the top platform, 3 to It meters square. 
The dipole w r as fitted oh a beau mounted on the railing of the platform,. 

The rotatable platform was a crude; wooden structure, about 3 meters in 
diameter and 30 cm above tlie "round,* A odel was to be set up or. this 
platform, -details are hot available, 

electricity was supplied tnrou ii aii under; ground cable runnin y from the 
direction of the Lohra Estate office, 

ra fence arrund the: ontiro install s.t ion was electrical Iv charged 
burin the ni ;hw 
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Fernfeldmesser KHF 


Aufgaben und Anwendung 

Dor FernWdmcsjer HHF uberstreicbl mil semen drei Gcraten in gesamt 
den Frequenzbereicb von 100 kHz bis 100 MHz und ermogljcbt d>c 
Messunq der Feldstdrke von 0.1 V’m bis berab zu 1 !‘V m. 

Das Gerat ist gccignet zur Bcslimmung aller Artcn von AusbreitUngsvor- 
gangen, Emplangsbedingungen. lur Untersucbungen von An lenten und 
Sendercigensdiahen (Strablung. R.cblw.rkung, Leistung, Obcn*ellen). 
Die lincarcn Messbereirbe in Vcrbindung mil e.nem emgebaul|n hth- 
sender, der eine eindeutige Rcproduz<crbarkcit dcr Eidiung moglicji macM, 
geslallen genaue Verqlcidismessungen, Wabrcnd die loganlbmiscbejn Mcfj- 
bcreicbe eino Beobacbtung und Regislnerung stark scbwankcnder Feld - 
starken uber langere Zeitraume ermoglicben. . 

Das Gerat kann inlolge seines gut symmclrierten Rabmenkrcises \6 boson- 
deren Fallen aucb als Peilemplanger Verwendung f.nden. AufjerdcJn ist die 
Benutjung als bochemplindlicber Horomplanger und in Vcrbindung mit 

dem cingebauten Ueberlagerer als Teicgrabecmplanger moglicb. j_u Zwci* 

und Vierpolmessungen eignet sicb das Gerat als abstmimbares Roijircnvolt- 
meler zur selektiven Messung von Spannungen zwiseben 5 |iV unjl 0,5 V. 


Arbeitsweise und Aufbau 

Das MefjP^inzip sowie die teebnisebe Ausfiibrung dcs ^^cratos ermoglicben 
eine scbnelle Aufnabme grower Mebreiben. Die vom Rabmenkrcis auf- 
genommene Feldstarko wied als induzierte Spannung durcb den Mcbcmp- 
langer, der nach dem Uberlagerungspr.nzip arbeiiet, gemessen. Die Kon- 
frolic der Eicbung durcb den eingobauten Eitbscnder ist nur bei einer Frequenz 
notig. Dank dieser Eigcnscbalt und dank der direklcn Eirbung allcr Skalen 
und Instrumente des Gerates ist ein bequemes urd scbnellcs Arbcifan mog- 
lich. Die in die Absolutfeldstarkemessung eingebenden Irequenzabbangigen 
Rabmenzablen sind in Kurven aufgetragen und braueben nar/i cer Mcs* 
sung nur nocb mit dem uV m-Wert des Anzeigcmslrumentes mu tiplizieH 
werden. Infolge des geringen Gewicbtes und der Aufleilung m drei Koller 
ist das Feldslarkemebgerat leiebt transportabei und scbnell betnebsbereit. 

!m Freicn wird dor Fernleldmesscr aus einem 6 V-Akkumu!alor gcsd>cisf, wo- 
bei die Erzeugung der Anodenspannung durcb einen eingebauten Zerhacker 
gesebieht. FOr Dauerbetrieb (z. B. Reg.slrierung) kann das Gerat ajul Netz- 
betrieb umgeschaltet werden (eingebaufer Netzteil 220 V. 40 . . - 60 Hz). 

Lilerafur: L. Rohde & F. Sp-«v Ze.lidw I. t«chn. jehrqg. 19 (1938) Hell fl. > 439-444 
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